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FOOT BEAT FB2 


DATE 


OFFICER 1 
OFFICER 2 


11-10-2015 
M. COOGLE #129 
S. SEWELL #111 


SUPERVISO J. SALAZAR 


R 


1200/12 
40 


1255/13 
05 


1305/13 
20 


1320/13 
30 


1330/13 
40 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


RADIO CALL- 1813 CAHUENGA BLVD- SUBWAY 


WE RECEIVED A CALL FOR A 415 M/B IN AND OUT OF THE 
BUSINESS. UPON ARRIVAL, WE MET WITH PR- GABRIELA 
WHO ADVISED THE SUSPECT WAS GOA. THE PR STATED 
THE SUSPECT THREATENED CUSTOMERS AND 
EMPLOYEES BUT THREATS ONLY. HE WAS LAST SEEN IN 
THE PARKING LOT. WE PATROLLED THE AREA WITH 
NEGATIVE RESULTS. 


BUSINESS CONTACT- 6384 HOLLYWOOD BLVD- 
POPEYE’S 

PRIOR PROBLEMS WITH 415 / 484 / 602 / 594 / 
PANHANDLING SUSPECTS. WE MADE CONTACT WITH 
MANAGER- TINISHA AND THERE WERE NO PROBLEMS AT 
THIS TIME. SHE ALSO SIGNED THE 602 AUTHORIZATION 
FORM FOR NEXT YEAR. 


STATION CALL- BID OFFICE 
DID SO ON ASSIGNED TASK. 


RADIO CALL- 1632 LAS PALMAS AVENUE- CLASSIC 
PARKING 

WE RECEIVED A CALL FOR A 415 BUSINESS DISPUTE AT 
THE LOCATION. UPON ARRIVAL, WE SPOKE WITH PR- 
JAVIER AND ANOTHER 415 SUBJECT. HE QUICKLY 
CALMED DOWN AFTER WE ARRIVED. HIS ARGUMENT 
WAS OVER ONE SIGN THAT READ $10.00 AND MULTIPLE 
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1340/13 
55 


1400/14 
10 


1500/15 
30 


1600/16 
45 
2000/20 
10 


2030 


SIGNS THAT READ $15.00 
RADIO CALL- 6130 SUNSET BLVD- RITE AID 


FB5 RECEIVED A CALL FOR A 415 M/B HARASSING 
EMPLOYEES. UPON ARRIVAL, WE MET WITH PR- ROBERT 
WHO ADVISED THE SUSPECT WAS GOA. ROBERT ADVISED 
THE SUSPECT TOOK PROPERTY BUT WAS OBSERVED AND 
CONFRONTED AT THE DOOR. HE LEFT THE VICTIM’S 
PROPERTY AND LEFT CURSING AND THREATENING 
STAFF. 


BUSINESS CONTACT- 6305 YUCCA STREET- AMDA 


PRIOR PROBLEMS WITH 415 / 602 / 415 / STALKING 
SUSPECTS AROUND THE SCHOOL. UPON ARRIVAL, WE 
SPOKE WITH SECURITY OFFICER- CARLOS AND THERE 
WERE NO PROBLEMS AT THIS TIME. WE ALSO DROPPED 
OFF THE 602 AUTHORIZATION FORMS FOR NEXT YEAR. 


CODE 7 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


EOW 
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